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1, Underground han^rs are being constructed at Kangdong (126-05, 3909), 

Songch^on (126-13, 39-15), and Taedong-ni (? 126-15, 39--l6)c The 

technical advisers for this work | | were brought into 50X1 -HUM 

Korea by the Chinese Gooimunistso 

2o Headquarters of the North Korean II Corps is at P^yongsan (I26«*26c, 

36«’Io) 0 

3o The i^orth Korean 5 and 6 Divisions are at Kanpo (? Kangp^o«»dong, 126-03, 

38-la) o 

lie Headquarters of the North Korean I Corps is at Changdan (126-«1*5, 37-56) o 

5. The North Korean 2 and U Divisions are deployed at the Imjin River defense 
lineo 

6, Headquarters of the Chinese Communist Itl Division (sic),^ Field Ariiy is 
at Sinmak (126-lU, 38-25)0 

7o There is a North Korean field hospital in the official quarters of a cement 
factozy south of Sariwono 

3e I ^ there were no Coouminist troops in Sariwon or Hwangju (125-U7, 50X1 -HUM 

38-UO)o 
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